Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Message Text 



CONFIDENTIAL 
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ACTION SY-04 

INFO OCT-01 EA-06 ISO-OO /011W 

074833 

R 290420Z JAN 75 ZEX 
FM AMCONSUL SAPPORO 
TO SECSTATE WASH DC 270 
INFO AMENBASSY TOKYO 
AMCONSUL HONG KONG 

CONFIDENTIAL SAPPORO 08 
E.O 1 1652: GDS 
TAGS: ASEC 

SUBJECT: SECURITY RECOMMENDATIONS FOR AMCONSUL SAPPORO 
REF: TOKYO 0519 

1. CONSULATE HAS COMPLIED WITH RECOMMENDATIONS IN 
REFTEL REGARDING NEW SECURITY PRECAUTIONS WHICH 
REQUIRE NO FUNDING. EMERGENCY ESCAPE ROUTES HAVE 
BEEN ASSIGNED TO ALL STAFF MEMBERS AND STORAGE AREAS 
HAVE BEEN REORGANIZED TO MINIMIZE DANGER OF FIRE. 

FIRE FIGHTING EQUIPMENT INSPECTIONS HAVE BEEN CONDUCTED 
ON A SEMI-ANNUAL BASIS AND WILL CONTINUE TO BE SO. 

2. IN THE CONSULATE HEREBY REQUESTS FUNDING 



PAGE 2 RUADREB0138 CONFIDENTIAL 

FROM DEPARTMENT THROUGH B&F SECTION IN TOKYO FOR FOLLOWING 
ITEMS AS SUGGESTED IN REFTEL: 

A) BUZZER WARNING SYSTEM TO BE INSTALLED IN 

STRATEGIC POINTS IN THE CONSULATE AND ATTACHED RESIDENCE, 

TO ALERT OCCUPANTS OF BUILDING AND POLICE BOX BY THE 
CONSULATE FRONT GATE TO POTENTIAL THREATS. TOTAL COST 
INCLUDING INSTALLATION IS ESTIMATED AT $850. 

B) TWO ROPE LADDERS FOR EMERGENCY EXIT FROM THE 
CONSULATE S SECOND FLOOR. LOCATIONS WOULD BE IN PO 
OFFICE AND IN ECON*(POLITICAL ADVISORS' OFFICE. THE 
TOTARDCOST FOR LADDERS AND INSTALLATION IS ESTIMATED 
AT APPROXIMATELY $215. 

C) AUTOMATIC SPRINKLER SYSTEM FOR INSTALLATION 
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IN THE STOREROOM. THE STOREROOM IS A TWO-STORY 
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MASONRY BUILDING ADJOINING THE RESIDENCE WEST WALL. 

UNUSED FURNITURE, BOOKS AND OTHER HOUSEHOLD ITEMS ARE 
STORED WITHIN. CONSULATE PERSONNEL ENTER THE STOREROOM 
ON AN IRREGULAR BASIS. AN AUTOMATIC SPRINKLER SYSTEM 
SOULD LESSEN THREAT OF UNDETECTED FIRE; HOWEVER STONE 
WALLS ARE PROBABLY THICK ENOUGH TO CONTAIN UNDETECTED 
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FIRES AND PROVENT SPREADING. EQUIPMENT AND INSTALLA- 
TION WOULD COST APPROXIMATELY $2,600. 

ECTON 
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